To:  Tenley,  Ciancy[Tenley. Clancy@epa.gov] 

From:  Burgo,  Daniel 

Sent:  Sun  8/16/2015  1:10:56  PM 

Subject:  Region  9 Data  posted  to  HQ  EPA  Gold  King  Mine  Site 


Clancy, 


Below  I is  the  link  for  the  Water  quality  data  from  Aug.  7 to  Aug.  11,  2015,  on  the  San  Juan 
River  between  Farmington  and  Shiprock,  New  Mexico. 


http://www2.epa.gov/goldkingmine/gold-king-mine-data-august- 15-20 1 5 
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